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extends over three years, except in the case of the courrio
for the B.A. Degree in Architecture for Internal Students in
the Faculty of Arts, M.B., B.S. and B.D.S. Degrees in tho
Faculty of Medicine, and the B.Sc. (Veterinary Science)
Degree in the Faculty of Science, for details of which see
below.
After Matriculation the first examination, taken usually
after an interval of one year, is the Intermediate Examina-
tion. In the Faculties of Theology, Arts, Laws, Music,
Science, Engineering, and Economics and Political Science,
(including Commerce and Industry), only the one Inter-
mediate Examination has to be taken before entering for
the Final Examination for the Degree, but in the Faculty of
Medicine for the Degrees of M.B., B.S. and B.D.S., and in the
Faculty of Science for the Degrees of B.Sc. (Veterinary
Science) and B.Sc. (Household and Social Science) there are
two examinations intervening between the Matriculation
and the Final examinations, for details of which see below.
Unless it is otherwise prescribed, separate examinations
are held for Internal and External Students. In the
Session 1925-26, Examinations in Theology (Final), Music,
Medicine, Veterinary Science and Commerce, were held in
common for Internal and External Students.
Special Intermediate Examinations are held in some of
the Faculties for Students attached to particular Schools of
the University. These Examinations are conducted by tho
Teachers concerned acting in conjunction with tlio External
Examiners. They are not necessarily held concurrently
with the corresponding General Intermediate Examinations
for Internal Students.
Every Candidate for an Examination must be careful to
apply to the appropriate Registrar for the requisite Entry or
Notice Forms at the date stated in the Regulations.
The several Intermediate and Final Examinations of the
University are, as a rule, held once every year ; but additional
Final Examinations in Arts and Science are held in November
for External Students. The Arts Examination will be a Pass
Examination only, while the Science Examination will be the
General Examination on the results of which Honours are
awarded. The subjects of both examinations will be the more
usual subjects only. In the Faculty of Arts, the M.A. Examin-
ation is held twice in each year, in December and May, for
Internal Students (except in the case of the M.A. Degree in
Education, the Examination for which is held only in May),
and once in each year, in May, for External Students. In
addition to those held in June and July of each year, External